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The power efficiency of the wire free power transmission (WPT) system is 
tested in this article under various transmission distance circumstances, and 
the findings are utilized to investigate the best way to regulate the 
parameters for charging electric vehicles (EVs). The system’s power transfer 
efficiency is improved over using a fixed resonant frequency by altering it in 


response to changes in the coupling coefficient. In relation to resonance 
frequency, a trade-off between output power magnitude and power 
Keywords: efficiency is also revealed. Through numerical simulation with Ansys, the 
trade-off resonant frequencies at various transmission lengths are determined 
by the analysis. Here, the transmitter and receiver employ circular coils with 
a circular cross-sectional area and a straightforward but effective series- 
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1. INTRODUCTION 

The uses of wire-free power transmission (WPT) technology [1]-[3] in electric vehicles (EVs), 
medical implants, consumer electronics, mining, and underwater charging have made significant strides. This 
technique is used in situations where it would be impractical, costly, dangerous, or even impossible to deliver 
electricity via standard wired wires. The use of wire free power transmission in electric vehicles (EVs) is 
seen to be a viable way to combat the problem known as “range anxiety,” which is the most popular word 
used to describe it. EVs may charge more quickly with both fixed and dynamic wire free power transfer 
methods, with the latter even enabling seamless operation without ever needing a stoppage to charge. The 
schematic illustration of the stationary WPT system is shown in Figure 1. One of the reasons to embrace EVs 
is the opportunity to significantly lower the capacity of energy storage while increasing the driving range. As 
a result, all interested academics are focusing their attention on the study of EV wireless charging solutions. 

The power is transferred via the mutual induction principle using WPT technology. Power is 
transmitted from one electrically separated but magnetically coupled circuit to another using the electrical 
transformer principle. Power is transferred in a transformer between coils that are closely linked and wrapped 
on a single common core that is shared by both the primary and secondary windings. With the WPT system, 
primary winding serves as the transmitter and secondary winding serves as the receiver, with no shared core 
in between. Both the transmitter and receiver coils are separated by an air medium. Therefore, planar coils 
are employed. These coils might have cross sections that are square, rectangular, or circular and come in 
circular, square, or double D (DD) geometrical shapes. The WPT system's effectiveness is greatly influenced 
by the coil's design, geometry, type, internal and exterior diameter, width, area of cross section, number of 
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turns, number of strands and spacing between turns. Authors Mentions a thorough coil design for a 3.7 kW 
WPT charger with several coil topologies [4]. In WPT systems, compensations are typically needed to 
increase efficiency while lowering the inverter's VA rating. Series-series (SS) compensation [5], parallel- 
parallel (PP) [6], SP and PS compensation [7], [8] and LCC compensation [9], [10] are a few examples of the 
typical compensations. The structure of series-series capacitor compensation along with the rest of the WPT 
system is depicted in Figure 2. 
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Figure 1. Block diagram of stationary WPT system 
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Figure 2. The wire free system model for SS topology 


The voltage from the rectifier's output is shown as Vs in Figure 2, and Vj is the voltage across the 
high-frequency inverter that powers the transmitter coil together with the series compensation circuit C, in 
the figure. In a similar manner, C2 is offered in series with the receiver coil. When the battery in a car is 
being charged using a constant current and constant voltage profile, V2 is the voltage across the rectifier that 
is being employed. Igat is an illustration of the battery current needed for charging, while Vga shows the 
voltage across the battery. 

The series-series compensation topology has been demonstrated by Chopra et al,. [11] to be one of 
the better alternatives since resonant circuits may be built regardless of coupling and load. Prasanth [12] 
describes capacitance at the main relies on load in the parallel-parallel compensation topology, and its 
implementation is simpler than that of series-series topologies. The benefits of series-parallel resonant 
coupling over SS based on a longer power transfer distance and over parallel topology based on a higher 
power transfer efficiency have been explored by Chen ef al. [13] and Villa et al. [14]. Villa et al. [14] have 
studied the tolerance for transmitter and receiver misalignment with experimental evidence. 

According to the findings from [15], [16] literatures, highly flexible compensation topologies, 
integration methods, and relative control strategies for high misalignment-tolerant WPT system were 
discussed. Rehman et al. demonstrated, power is conveyed using a magnetic resonance technology with a 
maximum efficacy of 96% at a distance of 60 cm between the two coils. The technique's effectiveness was 
empirically and mathematically validated by Rehman ef al. [17]. The authors have demonstrated that 
misalignment may be completely removed by using a network analyzer and an automated 3-axis platform for 
the control of motion of the coil. According to experimental findings, the target 90% power transfer 
efficiency was attained at a misalignment ratio of 0.5 and a ratio of air-gap ranges between 0-0.25 [18], [19]. 
WPT misalignment problems can be overcome by utilizing a ferrite core since ferrites are more effective and 
tolerant of misalignment. The LCL-Series topology from the Hybrid topologies is a variation of 
compensation architecture that allows an uninterrupted flow of current as well as output voltage in the 
transmitter, independent of the EV's misalignment [20]. Klaus ef al. [21] asserted that there appeared to be a 
considerable electromagnetic field leakage between the transmitter and the reception coil as a result of the 
wide air gaps. As a result of the threat this electromagnetic field leakage poses to people, it is crucial to 
reduce the magnetic leakage between the two coils. To lessen magnetic leakage between the two coils, a 
dual-sided LCC compensation structure and associated tuning techniques have been explored in [22]. 
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Various aspects of WPT systems are studied at different research centers of late. In the paper 
described by Li et al. [23], major emphasis has been laid on study of resonance circuits and non-resonance 
circuits. Though the authors have not taken into account how optimum resonance frequency is used for 
obtaining high efficiency, they were intended to provide electricity to moving vehicles, through a wirefree 
power transmission system [24]. However, none of these situations assess the performance metrics’ ideal 
circumstances. The impacts of load and air gap fluctuations are investigated for various compensation 
designs using an inductive power transfer (IPT) system that is developed for a rotating transformer [10]. 
However, it is not taken into account how much the operating frequency variation would affect system 
efficiency. For the design of an inductively coupled power transfer circuit with various compensation 
structures for a public transportation system, an IPT optimization technique is used [25]. It should be noted 
that the system's efficiency is not assessed for various operating scenarios with varying coupling coefficients 
and frequency. Under various loading scenarios, a base frequency is discovered for the best performance of 
electrically isolated transformers [26]. System limitations are not controlled, nevertheless, in order to achieve 
high efficiency for various case studies, it is essential to conduct a thorough analysis of the factors 
influencing wire free power transmission efficiency while developing the hardware for practical use. 

Several optimization strategies with circuit modelling are discussed in several recent research [27], 
[28] to increase power transfer efficiency. To maximize efficiency in real-world settings, Heidarian and 
Burgess [29] suggested simple approximation techniques for Tx sources and Rx loads. The proposed method 
produced some inconsistencies in terms of maximum efficiency when compared to the genetic algorithm 
(GA) and the maximum Rayleigh quotient method, but it was simple to use in practice for a grotesquely 
rough estimation of the system. In order to determine the best placements and the ideal length of dynamic 
wireless charging lanes at each location, Lee and Lee [30] recognized unforeseen problems in dynamic 
wireless charging and to maximize the system's overall energy transfer capability, they used traffic 
simulations and non-linear optimization techniques. Meligy et al. [31] used the finite element method to 
compute and model the mutual inductance between the transmitting and receiving coil. For a series-series 
resonant circuit, the impact of changing the supply frequency, load, axial distance, and lateral misalignment 
on power efficiency is simulated. Authors increased power efficiency with changing axial lengths and lateral 
misalignment by using an impedance matching network (IMN). Abdelhamid et al. [32], evaluated a number 
of cutting-edge strategies that have been developed over the past few years, including optimization 
techniques to increase power transfer efficiency and a study focusing on ways to minimize battery size. A 
review of electric vehicle (EV) technology, charging systems, and optimization approaches has been 
published by Patil and Gadgune [33]. The most popular optimization methods for size and positioning EV 
charging stations have been discussed by the authors. The spatial parameters of the coil group and the 
parameters of the compensation circuit are chosen by Prakash ef al. [34], as input variables, and the deep 
learning network is then constructed as the framework for estimating uncertainty. To acquire the pertinent 
statistical characteristic parameters of WPT efficiency, this is necessary. By contrasting the calculation 
results of the standard Montecarlo algorithm, the authors were able to demonstrate that the uncertainty 
quantification based on deep learning algorithm has almost the same solution accuracy and superior 
computing efficiency. The standard aquila optimization (AO) algorithm was improved by the author using 
tent chaotic mapping and an adaptive inertia weight strategy. The improved multi objective AO algorithm 
was then applied to optimize the structure of the WPT system. 

Two crucial metrics of a WPT system, power transfer efficiency (PTE) and power delivered to the load 
(PDL), were discussed by Wang et al. [35]. They have noted that the important indications are reliant on a 
number of WPT system design factors, including the operating frequency, the geometrical characteristics of the 
coils, and the distance between the coils used for transmission and reception (TX and RX). In order to optimize 
the major indicators in the WPT system, metaheuristic algorithms were applied. The impact of lowering the 
losses (resistances) of intermediate circuits on the active power values communicated to the load and on the 
power transfer efficiency values has been examined by Ouacha et al. [36]. Iordache et al. [37] compared a 
wireless power transfer system (WPTS) with six magnetic couplings to three magnetic couplings. The 
optimization algorithms presented in this paper were suitable for calculating the optimal parameters of the 
WPTS equivalent circuit and through the proposed technique, the minimum and maximum performance 
values were obtained. 

Analytical discussion of the resonance frequency and coupling coefficient of an inductively coupled 
resonant circuit is presented in this paper. The air gap separating the two coils, the system structure (with or 
without ferrites and aluminium), the self and mutual inductances, and all of these variables are crucial to the 
analytical calculations. Coil-to-coil efficiency and coupling factor (k) are utilised as performance 
measurements, and a detailed analysis is done to find out how these metrics affect and change the 
performance of the system. Increased system performance is achieved through frequency and load 
optimisation. 
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2. THE PROPOSED WPT SYSTEM MODELLING 

According to Figure 1, the wirefree power transfer circuit utilizes resonance technology and is defined 
by inductive principles. A high frequency voltage linked to the transmitter coil in series with it powers the 
circuit, along with the resonant capacitor C, and the coil series resistance R;. Figure 3 illustrates two circular 
bare coils (without ferrite core) with self-inductances L; and Lz that are having a mutual inductance M. 

The geometric parameters for both the circular coils are mentioned in Table 1. On the receiver side, 
symmetry is maintained with Series resistance R2 and resonant capacitor C2. The converter circuit including 
the battery is acting as an equivalent load resistance RL. 

This paper focuses on optimizing the operations of performance parameters both under normal 
alignment and misalignment. The concept is explained based on the topology of basic circuit theory. Figure 2 
is modified as shown below into Figure 4, illustrating the simplified WPT model with SS topology. Were 
i) Ri: Resistance of coil Li; ii) Rz: Resistance of coil Lz; iii) Ci: Primary resonance capacitance; 
iv) Co: Secondary resonance capacitance; v) Vin: Input voltage (high frequency); vi) Li: Primary coil self- 
inductance; vii) Lz: Secondary coil self-inductance; and viii) Ri: Load resistance. 


\ 


apy 


Figure 3. Circular coils (bare coils) Figure 4. Simplified WPT model for SS topology 


Table 1. Geometric parameters for circular coils 


Parameters Dimensions Parameters Dimensions 
Internal Diameter (di) 129 mm No of Transmitter Turns(N;) = 24 
External Diameter (de) 597mm No of Receiver Turns(N>) 24 
Turns Spacing (S) 6mm Airgap Distance 180 mm 
Turn Width(W) 4mm 


The circuit is further realized as coupled coils with mutual inductance M, and modelled with 
equivalent circuit, as shown in Figure 5. Let’s consider two similar coils having the same number of turns, 
area of cross section, internal diameter and external diameter as mentioned in Table 1. 

Hence, Lj=L2=L & Mutual Inductance M=K Vi LiLo. 


~M=KL. 


From the equivalent WPT circuit as shown in Figure 5, let joMiz and j@Mi; are dependent voltage source in 
primary and secondary side respectively. With reference to Figure 5, impedance at the primary side is given by (1). 


1 . 


Impedance at the secondary side is given by (2). 


Z, = Ry + ae t hol, +R, (2) 


wC2 


Now the expression for current at the secondary side is given by (3), 


. _ -joMi 
aan a (3) 
and the dependent voltage source at the primary is (4). 
joMi, = joM * 2" (4) 
2 


So, 
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2yn2 
joMi, =» i, (5) 
and 
joMiz = Zeqi1 (6) 


where Zeq—is the equivalent impedance of secondary referred to primary. 


Zeq = (7) 


Zoq = — 

Zyq = CRY (8) 

Pe —— (-LisL2=L) (9) 
Considering w = + = 14g the primary circuit and secondary circuit resonates at equal frequency. 


vii C1 VL2 C2 

. 1 1 
That is X;; = — and X,;2 = —. 
Xc1 Xc2 


. The total impedance at the secondary will be, 

Rx! = Z2 = Ri+R2 (10) 
and now, output power across the load Ry is given by (11), 

Po = in? Rt (11) 
and the new value of equivalent impedance referred to primary would be, 


=, w? M2 os w? M2 
ed RL + Re R,} 


Z, 


where Ry'= Z. = Ri +R2 from (10) and hence the new value of is is, 


— —joMi, 

ae eae 
and 

242 

-2_ w°M Ory, 

yo = (Rye *u (12) 
. Power delivered at the output across the load is given by, 

w?M? - 2 

Po = Cate “he Re 

which can be rewritten as (13). 
: 2M? R 
Po= i? * > — « —+ (13) 


Ryt+R2 Ryt+Re 
But 


w?M* — w?K? 1? 
Rut+R2 Ry? 


So, from (13) power at the output depends on the load resistance, frequency of the transferred power 
and the mutual inductance between the coupled coils. In turn power transferred at the output depends on 
Coupling coefficient k. To find an expression for efficiency, let’s find the value of the impedance Z1 and Z2. 
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1: F 


2 
We know that Z,4 = a [secondary impedance referred to primary] 
2 
1 F 
Ly = R, + [OG, + Jol, + Zog (15) 


at resonance, the reactive components seen from primary and secondary is zero. 


‘ P 1 P 

Bee i = Jol, [ X12 = Xc2] & Tally = jal, 

z, — fom? _ (wom) 

ed Rp+Ra OR 
(@M)? 

Z,= Rit Zeq = Ri + a. (17) 
From the fundamentals, % Efficiency = Yn = ((output power)/ (Input Power)) *100. That is n = rout where, 
Input power applied from the output of High frequency inverter, 

. : (wM)? 

Pip = iy" Z, = iy*[Ry + a. ] (18) 

and output power across the load is given by (19) and (20), 
: : (@M)? : 
Pout = i2°Z, = in” (Ro +R) = oe * i,°(Rz + Ri) (19) 
ee (wM)? 2 2 

[va = Greege * 1] 

. _ (OM) 1452 

“ Pout = are ] Ly (20) 
from (18) and (20), 

(@M)? , ; 2 
.1= Pout __ __-RitR2_ 7 
y= = : 
Pon a EP 
3 _ (wM)?R;, 
TN Ry (Rit Ra)? + (@M)? (RL+ Ra) _ 


From efficiency in (21), it is noticeably clear that, coil to coil efficiency depends on resonance 
frequency, coupling coefficient and the load resistance. The derivation is done by considering all the vital 
parameters of the WPT circuit. Now, Figure 6 depicts the block diagram showcasing coil to coil and overall 
efficiency of the WPT system. This paper considered coil to coil efficiency for further analysis. 


LC Series Resonant LC Series Resonan 


eee ae ey 


Figure 5. Equivalent WPT circuit 
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Figure 6. Efficiency consideration of stationary WPT System 


3. RESEARCH METHOD - OPTIMIZATION TO ACHIEVE MAXIMUM EFFICIENCY 
As previously mentioned, the electromagnetic structure of the coil and its components, including the 
load, operating frequency, and coupling coefficient, have a significant impact on the performance of WPT 
systems. The settings need to be tweaked for the best system performance. A mutual coupling optimization 
technique is used to optimize the performance parameters in WPT system. Let’s consider load optimization: 
dyn _d (wM)?R;, 


dR, ~ dR, ‘ Ry (R,#R,)? + (@M)? (Rit Rp! © 


2 
= Rion = Ri fa i, AD (22) 


and similarly, if the operating frequency is optimized. 


dy 
afo 


Then, 


. (23) 


foptimum = 3 
Co(Ry +R 
on ise! 2 Lt 2)] 


in comparison to load resistance Ry and Ry, Ro, Ri > Ri, Ri > Ro, (@M)? > R1, (oM)* > R2, and R1 = R2, 
the maximum efficiency expression would be, 


. k? Rp Ly 

* Mope = 21, (RL+ Ra) + Ry Co (RL Ray a) 
Coupling coefficient k, which represents the intensity of electromagnetic coupling, is dependent on the 
parameters of primary and secondary windings, air gap and the effect of ferrite core. Most of these 
parameters are stationary except the distance between the coils, which is in reciprocal to coupling coefficient 
and efficiency, and can be changed. Hence optimization of few parameters is required to get maximum 
efficiency. Let’s apply these concepts to circular coils. Here two cases are discussed: i) Circular coils without 
ferrite core; and 1i) Circular coils with ferrite core. The coil dimensions are mentioned in Table | and are 
simulated using Ansys Maxwell and the results are mentioned in the next section. 


4. RESULTS AND DISCUSSIONS 

As discussed, circular coils with said dimensions are simulated in Ansys Maxwell at a distance of 
180 mm (minimum Chassis Clearance of a 4-Wheeler) and Table 2 shows the simulation results of bare coils, 
coils without ferrites. Frequency after optimization, 


1 


=| = 86.31 kHz 


foptinum = 5 
Si by, —2B+ Rad] 


load resistance value after optimization. 
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— po [yp 4 om _ 
Rycopt) = R2/1+ “Po -= 23.4130 


Efficiency at which power transfer is happening for circular coil without ferrites is, 


_ k*RyLy a 
Nope = k2L4(Ry+ Ro) + R1Co(Rit+ R2)2 91.62% 
Table 2. Simulation results of coils without ferrites - from Ansys simulations 

SINo Parameters Results S1 No Parameters Results 
1 LI 184.28 wH 5 Rl 1.023383 Q 
2 L2 184.28 pH 6 R2 1.023383 Q 
3 M 43.801 wH i Cl 19.02 nF 
4 K 0.2374 8 C2 19.00 nF 


At a frequency of 86.31 kHz, at load resistance of 23.413 Q, the observed efficiency is 91.62% at an 
airgap distance of 180 mm. Table 3 gives the observed results at varied coupling coefficient and 
corresponding efficiency and power transfer level can be observed. The reading highlighted in Table 3 gives 
the values of various parameters at 180 mm distance. 


Table 3. Frequency and load optimization for different coupling coefficient — bare circular coils 
SL.NO K F(KHZ) EFFICIENCY (A) I2(A)_PI(KW) —P2(KW)~—sSViAL(V)._——s«V2(V) 


1 0.15 85 85.98 32.52 19.69 10.6 9.07 325.99 461.02 
2 0.2 85 90 19.12 15.48 6.219 5.613 325.11 362.53 
3 0.2374 86.3 91.62 13.82 13.28 4.49 4.13 325.1 310.98 
4 0.25 86.1 92.06 12.55 12.67 4.08 3.759 325.15 296.77 
5 0.3 85.4 93.15 8.84 10.71 2.87 2.68 325.33. 250.75 
6 0.35 85 93.83 6.56 9.21 2.133 1.98 325.38 215.64 
7 0.4 85 94.28 5.018 8.12 1.63 1.54 325.36 190.13 
8 0.45 85 94.57 3.97 7.24 1.29 1.22 325.37 169.56 


Figure 7 depicts the circuit diagram analyzed using Ansys Simplorer where, all the circuit 
parameters including ESR values of Resonant capacitor, DC resistance and AC resistance along with 
resonant capacitors are considered for the analysis. 


Ampli = vnsal 


F = 85 kHz|®@ Ropti |= 24.413 ohms 


Figure 7. Circuit diagram simulated using Ansys Simplorer 


4.1. Circular coils without ferrites 

For the circuit shown in Figure 7, AC Sweep analysis and Transient analysis are performed. Many 
iterations have been done for various distances as mentioned in Table 3. Figure 8 shows results obtained for 
circular bare coils simulated at 180 mm in Ansys Simplorer. 

Figure 8(a) shows the power transferred between primary and secondary coils. Figure 8(b) shows 
Voltage and Current are in phase with each other portraying resonance is occurring at the primary side. 
Figure 8(c) clearly shows Resonance occurrence at the secondary side. Figure 8(d) clearly shows the 
optimum frequency at which maximum efficiency is occurring. Figure 9 depicts the efficiency versus 
coupling coefficient and frequency for the system based on data from Table 3. 
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It has been observed that as the coupling coefficient increases, efficacy increases. Also, the Figure 9 
shows that the frequency fluctuates with each coupling coefficient. This indicates that the frequency at which 
the system's efficiency is at its highest is its resonance frequency. Consequently, it is optimal to choose an 
operating frequency that is near to the system's set resonance frequency. With variations in the load 
connected to the secondary side, the primary side's total impedance changes. Such variations, i.e., the 
variance in a vehicle's operating conditions (speed and acceleration.), are prevalent in reality (4Wheeler). The 
change in load resistance, which occurred in this instance and was therefore proven with regard to equations, 
was one of the many causes of the impedance variation. The primary side's resonance frequency and output 
power fluctuate as a result of the impedance's modification. It is significant to notice that at higher values, the 
resonance frequency separates from the load impedance. Yet, Resonance frequency rises as the impedance 
falls. Results for circular coils with ferrites were covered in the next section. 


Name | xtust | viKw_ XY Plot 2 Simplorer with Lumped Parameters Ansys Name | xtu) | ¥ XY Plot 5 ‘Simplorer with Lumped Parameters Ansys 
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> 244 H 2 
| 
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| 
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Figure 8. Results obtained of circular bare coils; (a) power transmitted between primary and secondary Winding, 
(b) transmitter side voltage and current, (c) receiver side voltage and current, and (d) frequency v/s efficiency plot 


The Efficiency v/s Coupling Coefficient and Frequency 
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Figure 9. Efficiency, coupling coefficient, and frequency 


4.2. Circular coils with ferrites 

Consider circular coils of the same dimensions mentioned in Table | with ferrite slabs of 2 mm 
thickness covering the entire area of the coil as shown in Figure 10. Table 4 shows the simulation results of 
coils with ferrites. Frequency after optimization: 
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——————— 88.1 kHz 


foptimum = 5 
aK byCy 2+ Rad] 


Load resistance value after optimization: 


Ri opt) = R, 1 + 


Efficiency at which power transfer is happening for circular coils at 180 mm with ferrites is: 


_ k?Rp Ly 
Nopt = k2L4(R+Rz) + RyCo(Rit Ro)? 


= 96.86% 


Table 4. Simulation results of coils with ferrites 


SINo Parameters Results 

1 Ll 347.87 nH 
2 L2 347.87 nH 
3 M 126.813 pH 
4 K 0.3646 

5 Rl 1.07740 
6 R2 1.079Q 
wi Cl 10.08 nF 
8 C2 10.07 nF 


Figure 10. Circular coils with 2 mm ferrite slabs 


At a frequency of 88.1 kHz, at load resistance of 67.73 Q, the observed efficiency is 96.86% at an 
airgap distance of 180 mm. There is a significant difference between bare coils and coils with ferries. Hence, 
structure of the coil influences the efficiency greatly. Table 5 gives the observed results at varied coupling 
coefficients, corresponding efficiency, and power transfer levels for the coils with ferrites. 

The reading highlighted in Table 5 gives the values of various parameters at 180 mm distance. 
Figure 11 depicts the circuit diagram analyzed using Ansys Simplorer where, all the circuit parameters 
including ESR values of resonant capacitor, DC resistance and AC resistance along with resonant capacitors 
are considered for the analysis with coils having ferrites. 


Table 5. Frequency and load optimization for different coupling coefficient — coils with ferrites 


SL.NO K F(KHZ) EFFICIENCY (A) I2(A) Pl(kW) = P2(kW) ~—VA(V) —s*V2OA(V) 
1 0.15 85 88.64 25.96 10.51 8.45 7.49 325.98 712.4 
2 0.2 85 92.59 15.26 8.247 4.95 4.59 325.13 558.67 
3 0.25 85 94.53 9.97 6.739 3.24 3.0773 325.54 456.52 
4 0.3 85 95.72 7 5.68 2.2779 2.187 325.1 384.86 
5 0.35 87.5 96.31 5.177 4.9 1.6854 1.6305 325.09 = 332.18 
6 0.3646 88.1 96.86 4.87 4.71 1.555 1.5 325.28 319.5 
7 0.4 87.5 96.9 3.98 4.31 1.296 1.259 324.92 292.12 
8 0.45 87.5 97.09 3.154 3.843 1.0272 1.0018 324.88 260.34 


Ropti |= 67.73 ohms 


Ts 


Figure 11. Circuit diagram simulated using ANSYS Simplorer 
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4.3. Results for coils with ferrites 

Figure 12(a) shows the power transferred between primary and secondary for coils with Ferrites. 
Figure 12(b) shows voltage and current are in phase with each other on the primary side portraying 
occurrence of resonance. Figure 12(c) shows resonance occurrence at the secondary side. Figure 12(d) 
depicts the optimum frequency plot at which maximum efficiency of 96.86% is occurring which is way 
higher than the efficiency of bare coils. 
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Figure 12. Results obtained of circular coils with ferrites; (a) power transmitted between primary and 
secondary winding, (b) transmitter side voltage and current, (c) receiver side voltage and current, and 
(d) frequency v/s efficiency plot. 


5. CONCLUSION 

In this research, the effectiveness of WPT systems using the resonance approach has been evaluated 
through simulations. Analytical calculations prove that achieving high efficacy is possible if the conditions of 
resonance are satisfied. Besides, an optimized load and resonance frequency is required to achieve maximum 
efficacy. These aspects have been proved with bare coils and coils with ferrites as the core material. The 
analysis proves coils with ferrites, with load and resonance frequency optimization, demonstrated a superior 
system performance with higher efficiency of 96.86% which is notably higher than the coils without ferrites. 
The optimal performance is obtained by loading additional resonance capacitors to both primary and 
secondary sides of the system. At 180 mm distance, overall performance of the system with higher efficiency 
is extremely satisfactory. 

Hence a coil system considering the design parameters in terms of geometry, coil size, material and 
frequency is analyzed, and results are tabulated. Among the coils discussed, circular coil is chosen for 
frequency and load optimization. With a chosen series-series topology and circular coil, the power transfer 
efficiency achieved is 96.86% using coil with Ferrites in comparison to 91.62% without Ferrites, for the 
same, in Ansys Simulation. As a future scope a better optimization technique could be used to enhance the 
PTE for higher lateral distances. The study can be further investigated for different coil geometry and 
materials. A loss analysis model will help forecast the performance of WPT system with high accuracy. 
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